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EB 10-60 
16 June i960 


MINUTES 

EQUIPMENT BOARD ' ' ' 

Meeting number 10-60 of the Equipment Board was held on 1? June i960 
at 1^00 hours In Room £035 "I" Building. Present were: 



25X1 A 


25X1 A 


25X1 A 
25X1 A 


25X1 A 


1. On 15 June i960 a special meeting of the 0C Equipment Board 
was he^^to determine a course of action on thre^proposed projects: 

(l) pnWcilS i base, (2) RS-19 modification and (3)^HI^^|commo 
system. 

2. Regarding the MBBfcgg^'eceive system, it was decided 
that 0C-E should query Chief^^^^H to determine, as soon as possible, 
cost and availabi^ty of one fe^^B : position. If pertinent factors 
Indicate that a recelv^position is suitable and available, 
efforts will be maa^To commit i960 funds for acquisition and shipment 
to Headquarters. 

3. The Board decided that no action be taken to modify the RS-19 
for high speed keying. 

4. The Board approv ed the pro ject for determining the feasibility 
of uitilizin g a method of ^^^^^■communlcations as proposed by 


25X1 A 


25X1 A 
25X1 A 



25X1 A 

25X1 A 


Secretary, Equipment Board 


25X1 A 
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